
DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P, MURRAY 

UEUTENANT GOVERNOR 


The Commonwealth of Massachusetts 
Department of State Police 

305 South Streetf Jamaica Plain, MA 02130 

617-983-6622 


MARY ELIZABETH HEFFERNAN 

SECRETARY 


COLONEL Timothy P. ALben 

SUPERINTENDENT 


08/02/12 

Jason Thomas 

Assistant District Attorney, Plymouth County 
Mr. Thomas, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheet with chemist's hand notations and test results. 

3. GC/MS analytical data for sample 

If you have any questions about these materials, please call me at the number below. 


Drug Analysis Lab 
(617) 983-6632 



Excellence In Service Through Quality Policing 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORAf ATION 


Boston Drug Laboratory 
Tei (617) 983-6622 
Fax(617)983-6625 


The Comrfwnn>ealth of Massachusetts 

Executive Office of Health and Human Services 
Deptnfmenf of Public Health 

State Laboratory Institute Amherst Drug Laboi'atory 

Tel (413) 54S-2601 
Fas (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 - 11:00 

2 : 00 - 4:00 


9 : 00 - 12:00 

1 : 00 - 3:00 


Citj' or Depaitmeut; RoC K 1 CXlclI _Police Reference No.: 

Name and Rank of Submitting Officer: Sc f. _ 

Defeedant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


Smlt 


\r 








OO 









Received by: 




Date: 
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SAMPLE# 




GC/MS C 























Area Percent / Library Search Report 


Information from Data File: 

File Name : C ; \MSDCHEM\ 1 \ DATA\SYSTEM9\0 6__2 0__1 2 \ 832 90 4 . D 

Operator : KAC 

Date Acquired : 20 Jun 2012 16:11 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


832904.D Wed Jun 20 16:22:24 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SySTEM9\06_20_12\832905.D 
KAC 

20 Jun 2012 16:26 

HEROIN STD 

5 

DRUGS . M 
RTE 


l^bundance 


! 200000 
I 100000 


7. 

>25 y 





Ret. Time 



Area 

Area % 

Ratio % 




7.025 



825701 

100.00 

100.00 





832905.D 


Wed Jun 20 16:37:51 2012 


Page 


1 



Corbett email PRR 022370 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


C:\MSDCHEM\1\DATA\SYSTEM9\06_20_12\832905.D 
KAC 

20 Jun 2012 16:26 

HEROIN STD 


Acquis!tionMeth: 
Integrator : 

DRUGS.M 

RTE 



Search Libraries 

C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum 

Minimum 

Quality: 80 
Quality: 10 

PK# RT 

Library/ID 

CAS# 

Qual 


1 7.02 C:\Database\SLI.L' 

HEROIN 


000561-27-3 




832905.D Wed Jun 20 16:37:51 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

C :\MSDCHEM\1 \DATA\SySTEM9\06_20_12\832918.D 
KAC 

20 Jun 2012 19:48 

BLANK 
KAC 
1 

DRUGS. M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


832918.D 


Wed Jun 20 19:59:17 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator r 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM9\06_20___12\832919. D 
KAC 

20Jun2012 20:03 

19 

DRUGS . M 
RTE 


Abi 


TIC: 


aata.ms 


600000 


400000 


200000 




7.( 

125 i/ 

'-r-'' -. 

3.575 

*1-!-1- ] -1- ! - ( -«- 

•W—r— 1 r-i r-r-+-T--|' . i i ■ ) i > . i—i—i —s—r—3—r-r-q— r-i — 


frime-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret . Time 


Area Area % Ratio % 


3.575 140380 9.60 10.62 

7.025 1322264 90.40 100.00 


832919.D Wed Jun 20 20:14:48 2012 


Page 1 
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Area Percent / Library Search Report- 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.58 C:\Database\NIST08.L 

Caffeine 000058-08-2 98 
Caffeine 000058-08-2 97 
Caffeine 000058-08-2 96 
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Data File; 

C;\MSDCHEM\1\DATA\SYSTEM9\06_20_12\832919.D 
KAC 

20 Jun 2012 20:03 


KAC 

19 

DRUGS.M 
RTE 











Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM9\0 6__20_12\8 32 919.D 

Operator ; KAC 

Date Acquired : 20 Jun 2012 20:03 

Sample Name 
Submitted by : KAC 

Vial Number ; 19 

AcquisitionMeth; DRUGS.M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08.L Minimum Quality: 10 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 7.02 C:\Database\NIST08.L 

Diacetylmorphine 
Diacetylmorphine 
Diacetylmorphine 


000561-27-3 99^//^ 

000561-27-3 99 

000561-27-3 99 



832919.D 


Wed Jun 20 20:14:48 2012 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C : \MSDCHEM\1 \DATA\SYSTEM9\06__20_12\832920 . D 
KAC 

20 Jun 2012 20:19 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


TIC: 832920.D\da(a.ms 



0^-f — r - T " I 1 I > I 1 -"r- l — r-r~T — r-y-n —t | i i . i | ■■■j.-.-v--^ r—i—1--|—i—i r | . i i j i i i r'-f—r 

■ime-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


832920.D Wed Jun 20 20:30:16 2012 


Page 


1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : C;\MSDCHEM\1\DATA\SYSTEM9\06_20_12\832921.D 

Operator : KAC 

Date Acquired : 20 Jun 2012 20:34 

Sample Name : BLANK 

Submitted by : 

Vial Number ; 1 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 



***N0 INTEGRATED PEAKS*** 


832921.D Wed Jun 20 20:45:47 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data File: 

C : \MSDCHEM\1\DATA\SYSTEM9\0 6__2 0__12\832 922 . D 
KAC 

20 Jun 2012 20:49 

HEROIN STD 

5 

DRUGS. M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

7.025 

974225 

100.00 

100.00 


832922.D Wed Jun 20 21;01;13 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
vial Number : 
AcquisitionMeth; 
Integrator : 


Data File; 

C:\MSDCHEM\1\DATA\SYSTEM9\06_20_12\832922.D 
KAC 

20 Jun 2012 20:49 

HEROIN STD 

5 

DRUGS . M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\NIST08.L 
Cr\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 10 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 7.03 C:\Database\SLI.L 

HEROIN 


000561-27-3 




832922.D 


Wed Jun 20 21:01:13 2012 


Page 


2 
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